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E. O. 11652: N/A 
TAGS: ENRG, AG, EFIN 

SUB J : LNG-III LIQUEFACTION PLANT IN ARZEW 

1 . HONEYWELL REP IN PARIS (SULLIVAN), WHO PHONES US FOR A CHAT FROM 
TIME TO TIME, SAYS THAT HONEYWELL'S MAN IN NEW IERSEY HAS REPORTED 
THAT FOSTER- WHEELER IS "PULLING OUT" OF PROJECT FOR CONSTRUCTION 
OF LNG-III GAS LIQUEFACTION PLANT IN ARZEW. REASON SUPPOSEDLY LACK 
OF FINANCING. 

2. THIS IS FIRST WE HAVE HEARD OF ANY SUCH STORY. DOES DEPT HAVE OR 
CAN IT OBTAIN CONFIRMATION OR DETAILS ?H A YNES 
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